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Message Text 

UNCLASSIFIED 

PAGE 01 BONN 00610 121619Z 

ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-08 /021 W 

129549 121632Z/46 

PR 121607Z JAN 78 
FM AMEMBASSY BONN 
TO USDOC WASHDC PRIORITY 
INFO SECSTATE WASHDC 4707 
AMCONSUL FRANKFURT 
AMCONSUL HAMBURG 

UNCLAS BONN 00610 

E.O. 1L652: N/A 
TAGS: BEXP, GW 

SUBJECT: ADS REQUEST HANEX, INC., LOS ANGELES, CAL. 

(VALEX PRODUCTS CORP., THERMAL HYDRAULICS, 

NACOM). 

THE FOLLOWING FIRMS WERE CONTACTED INDIVIDUALLY BY THE 
FOREIGN SERVICE POSTS AND HAVE EXPRESSED THEIR INTEREST: 

SAMSON A.G., MESS- & REGELTECHNIK 
WEISSMUELLERSTR. 3 
D-6000 FRANKFURT/MAIN- 1 
CONTACT: FRAU JUNG 
PHONE: 06L 1-4009-1 

COMMENT: THE GERMAN COMPANY IS A LEADING MANUFACTURER 
OF VALVES AND FITTINGS OF VARIOUS TYPES AND WISHES TO 
ADD TO ITS OWN LINE OF PRODUCTS THOSE FROM THE UNITED 
STATES (THERMAL HYDRAULICS - ELECTRIC VALVE ACTUATORS) 

WHICH ARE USED FOR SPECIFIC PURPOSES. SAMSON WILL 

WRITE DIRECTLY TO HANEX FOR ADDITIONAL INFORMATION ABOUT 

CONDITIONS OF BUSINESS. 

WEBENDOERFER KG 
HOLSTENHOFWEG 41 A 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 BONN 00610 121619Z 

D-2000 HAMBURG 70 

CONTACT: MR. HERBERT WEBENDOERFER 
PHONE: 040 - 653 10 81 

APPROVING OFFICER: GUSTAF COONTZ, COMMERCIAL COUNSELOR 
STOESSEL 
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Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978BONN00610 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D78001 8-0756 
Format: TEL 
From: BONN 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 97801 73/aaaacjno. tel 

Line Count: 61 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 713a8be4-c288-dd11-92da-001cc4696bcc 

Office: ACTION EUR 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 
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Review Event: 

Review Exemptions: n/a 
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Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 
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Secure: OPEN 
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Subject: ADS REQUEST - HANEX, INC., LOS ANGELES, CAL. (VALEX PRODUCTS CORP., THERMAL HYDRAULICS, NACOM). 
TAGS: BEXP, GE 
To: COM 
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